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E.O. 11652: DECLASSIEY UPON RECEIPT 
TAGS: BEXP, RP 

SUBJECT: MAJOR PROJECT: U.P. MEDICAL CENTER 
REE: A) MANILA 3603; B) STATE 115380 

1. DR. FRANSICSO AGUILAR, EXECUTIVE DIRECTOR, PROJECT 
MANAGEMENT STAFE, DEPARTMENT OF HEALTH, INFORMED EMBASSY 
THAT A PRESIDENTIAL DECREE APPROPRIATING FUNDS FOR PROJECT 
IS CURRENTLY UNDER PREPARATION. 

2. DR. CARREON, DIRECTOR OF PHILIPPINE GENERAL HOSPITAL 
REPORTS THAT THE PROJECT COMMITTEE EOR U.P. MEDICAL CENTER 
HAS RECEOMMENDED TO MRS. MARCOS THAT THE U.S. EIRM OE 
GORDON FRIESEN BE PROJECT CONSULTANTS (NOT INCLUDING 
CONSTRUCTION). ACCORDING TO HIM, SHE RESPONDED FAVORABLY, 
HOWEVER, NO CONTRACT HAS BEEN SIGNED NOR HAVE CONTRACT 
NEGOTIATIONS BEEN INITIATED. 

3. NO AWARD FOR CONSTRUCTION CONTRACT HAS YET BEEN 
CONSIDERED. 
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